HISTORIC  CHURCHES  OF  AMERICA 
Trinity  Church 
Boston 

This  imposing  Episcopal  Church  sits  majes- 
tically in  Copley  Square  and  is  acclaimed  one 
of  the  finest  example  of  American  architecture. 


